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Zaklady F/etalove Nc 3* 


1 . 

2 . 
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3. 


4 . 


"For purpooea of camouflage the name of thlc plant geto changed frcm time to time: 

-In 1949 It waa called Fabryka oilnlkow Lotniczych •Faall*. 

-FTom 1950 to autumn I 95 I, Panatvowe Zaklady Lotnlcze. 

-Frcia autumn 195 1 to January 1953 > ^./ytwornia Erpretu Kcwaunlckacyjner.o No 3* 
-%-Slnce Janxiary 1953 of hiay 19^3^1, Zaklady Metolowe No. 3* 

"It was known In the plant that there were altogether five a uch plants In Poland, 

No 1 io altuated at Okecle in Warsaw* No 4 la at hzeazow. I 
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"The plant building In Pale Pole la E-shaped and pretty old. It la said to have 
been a former German nronltiona factory, oi>erated with olave labour. Thlc Is 
apparently true as the walls are ctlll covered with inecriptlonfl .written by the 
olave workers In all oorts of languages. There are still barracks on the plant 
grounds. They ore not used now and ore being torn down one by one. 
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"The eroundc are surrounded with a wall which tarhed wire on 

en^es which make very little noise are used move the frt 



6. "The plant has 3000 vorkers, of whom 2000 ore 


to move the freight cars, 
civilians, the rest soldiers. 


7 . 


tarodncea YAK motors and a r tillery a^ell gj 



the plant also ■makes^hronamete^e; an«m.ome^e?pp^^^r^^uiesT^FpliiS5^5dW^ 
motors for motorcycles. 
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8 . 


only one is a major; the rest are young subalterns. 


"The entrance of the plant is guarded 'one 

-The towers on the walls are manned by ^e KBW. The workers may not 

for the main entrance and another for his to^r^rh^apeclal 50X1 -HUM 

enter any departoenta other than their own. The a .peclal 

^otec7who^ circulate frcm one departme nt to another. There is a .peciax 




10 . 


"About every tenth ?or^fl^”ya^6 

iL^l^t^ TlL^^ V"evS^C^ -s bTtr^r^y 

also states that should he of the workers at the plant 

tribunal for the disclosure ot military secrets, n ^ - 

ore young people, because ^?^^anv^polltlcal infltruc'M^njworth — , 

loyal than the old vorkers. They are not giyenw^L^oii^^^caj^^^ 

mentioning >but dioclpli ne_As_jBure3jL^l^^ 


Soviet norms were introduced^ 
my wage dropped to ^0 tl . 


fin January 1952 
"Nobo dy could earn more than e?00 _zr^_a^M^og8g^ 


, , The other young workers, about [ 

^g5trth^~^e idea but were not permit ted to leave. 


-gl-^SBir^tal vorg lormrr 
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ENCLOSOBE (A): 


Layout sketch 
with legend 


of ^aviadv Metalowe HQ-I. 


I 


CONFIDENTIAL 

US OFT ICIAJLS 0HI.Y/SBCUrtITy INFORMATION 


I 


L 


Sanitized Copy Approved for Release 2011/01/28 : CIA-RDP80-00809A0005001 60073-1 H 




Sanitized Copy Approved for Release 2011/01/28 : CIA-RDP80-00809A0005001 60073-1 


ENCLaSIRE (A) 


COHFIUENTML/US •OFFICIALS OHLY/SECURITiT im’CRf.UTION 


50X1 -HUM 


Orientation sketch 

equipment plant, now called Zaklady Metalowe No 3 in ’-Vroclaw: Psie 

l9lT^ev^xlL'''!lrirol\h^^^^ “ conmunication 

Metalcme No 3 (Jvletal plant Nr3) certain parts of this plant were renamed into Zaklady 
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1. (S» ) production of main parts of 
the 'TTAK" engines 

2. (KT) technical control 

3 . (OKT) Final technical control 
4* (W) Room for lending tools 

3. (TM) Repairs under own management 
6. (B) Offices (with the inscription: 

Zaklady Metalowe Nr 3) 

0. f/ain entrance 
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1 • corridor 
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(3i«) As on the ground floor 
(TT) Construction department 


1 . 

2 . _ 

3. Archives 


(Ws) Tool lending room 
(RV/) Military ’'reterat" (section) 
(E) 


Offices 
•heading and recreation room 
Unknown | ' ] 
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1. (M) Assembly hall of engines 

2. (PA) Unloiown 

3 . (TM) Tool making hall 

4. (T) Room for special v/orkers assigned 
to supply plans and tools 

t • (V/) Tool lending room 
6. Offices 
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3 “ rd FL(.y)R 
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1. Not yet put into operation (in Janu- 
ary: 1953) 

2. (PNi) Production of sparking plugs 
(PM) Production of magnetos 

4. (PP) Precision works 

5. (KT) Technical control 

6 . ( :: ) : Offices 

r, (OrTT) Final technical control 


Note: Figures (1,2,...) are use j only on this 
are the same as were used in the plant, 


sketch, v/hile :let(:ers (n g TN, 
at least up to January 1953. 


in Tjarenthcsis) 
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